STYLE REF: VX530 Rock Fall” 


STYLE NAME: TOPAZ WOMENS 


SPECIFICATION: EN ISO 20345:2011 S3 SRC | UK 2-8 (WHOLE SIZES) | COLOUR: BLACK 


PROTECTIVE TOECAP AND MIDSOLE, TOPAZ IS COMFORTABLE AND LIGHTWEIGHT, IT'S DEVELOPED WITH 
PREMIUM MATERIALS INCLUDING A SHOCK ABSORBIaNG DUAL DENSITY PU OUTSOLE. THE ROCK FALL 
WOMENS RANGE IS MADE ON A WOMENS SHOE MOULD MAKING IT MORE SLENDER AND BETTER FITTING. 
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Upper Material 

Polishable water repellent full grain black leather 

Protective Components 

Protective steel toecap and composite anti-penetration flexi-midsole 
Lining Materials 

Moisture wicking breathable mesh fabric lining 

Scuff Cap and Outsole 

Womens fitting shock absorbing dual density PU outsole 

Footbed 

Anti-fatigue EVA footbed 


SUBJECT TO CHANGE WITHOUT PRIOR NOTICE: 01/05/2021 


Find this product at https://www.rockfall.com/products/topaz 


Browse all products at https://www.rockfall.com/products 
PROUDLY MANUFACTURED BY ROCK FALL UK, MAJOR HOUSE, WIMSEY WAY, ALFRETON, DERBYSHIRE, DE55 4LS 


Issued to: Rock Fall UK Ltd 
Major House 


Unit 1/3 Wimsey Way 
Alfreton 


Derbyshire 
TECHNOLOGY et 4LS 


Approved Body: 0321 SATRA customer number: P1769 


UKCA Type-Examination Certificate 


Certificate number: AB0321/19698-01/E00-00 
This UKCA Type-Examination Certificate covers the following product group(s) supported by testing to the relevant 
standards/technical specifications and examination of the technical file documentation: 
Following the UKCA Type-Examination this product group has been shown to satisfy the applicable essential health and 
safety requirements of the PPE Regulation (2016/425) as brought into UK law and amended as a Category II product. 


Product reference: Description: 


Rock Fall VX530 Topaz Low safety shoe comprising black coated cow split leather with elastic inner and 
outer quarter. Metallic toe cap referenced T-001, non-metallic perforation resistant 
insert referenced JTKV-1805-002 and injected construction with PU outsole. 

Sizes: EU 35 - 42 Classification: 


EN ISO 20345:2011 S3 SRC 


Standards/Technical specifications applied: 
EN ISO 20345: 2011 


Technical reports/Approval documents: 
CTC: 0075/2599/161/10/19/3074, D160810624_1, D170101394_1, D171019019 1, D180101881_1, D180304003_1, D180304092_1, 
D180304110_1, D180508306_1, D180712103_1, D180714010_1, D181018493 1,D190100799_2, D190302799_1, D190303241_ 1, 
D190303332_1, D190406150_1,D170302944 1, D190100801_2, D190406544 1 


Date first issued: 06/12/2021 


Date ofissue: 06/12/2021 
Signed on behalf of SATRA: fer Pete Doughty Expiry date: 06/12/2026 
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SATRA Technology Centre Limited. Wyndham Way, Telford Way, Kettering. Northamptonshire. NN16 8SD. United Kingdom. 


A®Rock Fall’ 


Rock Fall UK, Major House, 
Unit 1/3, Wimsey Way, 


UKCA DECLARATION OF CONFORMITY AIPEtOny, Denby stile, DESS 4L 
United Kingdom 


Tel: 01773 608616 
Email: sales@rockfall.com 
rockfall.com 


The manufacturer or his nominated representative established in the community; 
ROCK FALL UK LTD, WIMSEY WAY, ALFRETON, DERBYSHIRE, DE55 4LS, UNITED KINGDOM Declares that the 
PPE described hereafter; 


Rock Fall VX530 Topaz 

Is in conformity with the provisions of PPE Regulation EU 2016/425, as brought into UK Law and 
amended, for Category Il and, where such is the case, with the national standard transposing 
the union harmonised standard no. EN ISO 20345:2011 


This declaration of conformity is issued under the sole responsibility of the manufacturer; 
ROCK FALL UK LTD, WIMSEY WAY, ALFRETON, DERBYSHIRE, DE55 4LS, UNITED KINGDOM 


Is identical to the PPE submitted to: SATRA Technology Centre Limited, Wyndham Way, Telford Way, 
Kettering, Northamptonshire, NN16 8SD United Kingdom. Approved Body 0321. who performed the UKCA 
type examination (Module B) and issued the UKCA type -examination certificate: AB0321/19698-01/E00-00 


The PPE is subject to the procedure set out in Module C of the PPE Regulation EU 

2016/425, as brought into UK Law and amended, under the supervision of the notified body: SATRA 
Technology Centre Limited, Wyndham Way, Telford Way, Kettering, Northamptonshire, NN16 8SD 
United Kingdom. Approved Body 0321 


Nye XG? 


Signature: Position: Director Date: 06/12/2021 


Rock Fall UK Limited Co Reg No: 03436704 | VAT Reg No: GB 706 1420 75. 
Registered in England and Wales, Registered Address: St. Helens House, King Street, Derby, DE1 3EE 
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EU-TYPE EXAMINATION CERTIFICATE (_ T 


Certificate N° 0075/2599/161/10/19/3074 


Issued by CTC, Notified Body N°0075, to the following model of personal protective equipment : 


Manufacturer : Rock Fall UK 
Major House Unit 1/3,Wimsey Way,Alfreton,Derbyshire,DE55 4LS 


United Kingdom 
Description 


PPE Type : a safety footwear 
Product reference : Rock Fall VX530 Topaz 
Article code : 
Construction and material of outsole : Injection, PU Sole Rock Fall VX530 Topaz 
Pictures : C 4 
EN ISO 20345:2011 
$3 SRC 
Size 42 05/2019 
Rock Fall UK 
Major House Unit 1/3, 
Wimsey Way, Alfreton, 
Derbyshire,DE55 4LS, 
United Kingdom 
Reference standard: EN ISO 20345: 2011 
Classification : | Category : $3 
Size range : 35-42 Slip resistance : SRC 
Toecap nature : Metallic insert nature : Non Metallic 


At the date of certificate the product is in compliance with Annex XVII of REACh regulation (n° 1907/2006 and revisions) 


Full description of the PPE, reference rules verified in the context of the EU-type examination and information given on the product are detailed in the 
manufacturer's technical file index 01 dated from OCTOBER 2019 


NOTA : Any modification to new items of the personal protective equipment object of this EU type approval certificate or any modification of the information contained in the 
manufacturer technical file which served for the deliverance of the EU type approval certificate (change of address, change of company status) should be brought to the attention of the 
notified body in accordance with Annex V §7.2 of Regulation 2016/425. 


Issued in Lyon by Date of first issue : 18 October 2019 


Didier GUISADO End of validity date : 18 October 2024 
Certification and Quality Manager 


www.ctcgroupe.com 


In application of the Reaulation 20167425 of the Eure pean Ne eee EE eee 
parliament and the Council of 9th March 2016 related cemarking@ctcgroupe.com 
to Per onal Protec tive Equipment ana) repe shine the 


Directve 89/484/EE 


A®Rock Fall’ 


Rock Fall UK, Major House, 
Unit 1/3, Wimsey Way, 
Alfreton, Derbyshire, DE55 4LS 
United Kingdom 

Tel: 01773 608616 

Email: sales@rockfall.com 
rockfall.com 


EU DECLARATION OF CONFORMITY 


The manufacturer or his nominated representative established in the community; 
ROCK FALL UK LTD, WIMSEY WAY, ALFRETON, DERBYSHIRE, DE55 4LS, UNITED KINGDOM 
Declares that the PPE described hereafter; 


ROCK FALL VX530 Topaz 

Is in conformity with the provisions of PPE Regulation EU 2016/425 for Category II and, 
where such is the case, with the national standard transposing the union 
harmonised standard no. EN ISO 20345:2011 


This declaration of conformity is issued under the sole responsibility of the manufacturer; 
ROCK FALL UK LTD, WIMSEY WAY, ALFRETON, DERBYSHIRE, DE55 4LS, UNITED KINGDOM 


Is identical to the PPE submitted to: CTC - 4, Rue Hermann Frenkel - 69367 Lyon, cedex 07, 
France. Notified Body 0075. who performed the Eu type examination (Module B) and issued 
the EU type -examination certificate: 0075/2599/161/10/19/3074 


The PPE is subject to the procedure set out in Module C of the PPE Regulation EU 
2016/425 under the supervision of the notified body: 


CTC - 4, Rue Hermann Frenkel - 69367 Lyon, cedex 07, France . Notified Body 0075 


Nye XG? 


Signature: Position: Director Date: 1/07/2019 


Rock Fall UK Limited Co Reg No: 03436704 | VAT Reg No: GB 706 1420 75. 
Registered in England and Wales, Registered Address: St. Helens House, King Street, Derby, DE1 3EE 


